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ST.  JOHN'S  IN  THE  WILDERNESS 
HISTORICAL  EPISCOPAL  CHURCH 
HENDERSON VI LLE,  NORTH  CAROLINA 

Built  in  1833-34  by  Charles  Baring  for  his 
personal  Chapel,  and  consecrated  in  1836  on 
August  28th  by  the  Rev.  L.  S.  Ives,  Bishop 
of  North  Carolina.  In  1852  it  was  rebuilt  and 
given  to  the  State  of   North  Carolina. 

Photographed  in  Natural  Color  by  Jack  W.  Bowers 
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